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FIRST ARTICLE INSPECTION DIMENSION SHEET 


MRB decisions on this part may only be performed by Dart DE #02. Any changes to 
the design, manufacturing process, approved operating environment and design 
loading spectrum will require a review of the fatigue evaluation for this part. 
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Accept/Reject 
Measured by: Date: 
Audited by: Date: 
Preliminary Approval: Date: 
Rev Date Change Revised by | Approved 
A 07.01.17 | New Issue KJ/JLM 
B 10.06.02 | Added critical note KJ 
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